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Base Plates 
Graphical Aid for Design of Base Plate Subjected to Mo- 


Box Girders 
Box Girder Bridge Design—State of the Art—Heins .. 


Bridges 
Box Girder Bridge Design—State of the Art—Heins .. 


Connections 


Yield Line Analysis of Bolted Hanging Connections— 
Dranger (3Q77) 
A Fresh Look at Bolted End-Plate Behavior and De- 
Behavior of Bearing Critical Double-Angle Beam Con- 
nections—Birkemoe and Gilmor 


Design Aids 
Graphical Aid for Design of Base Plate Subjected to Mo- 


Earthquake Design 


Seismic Drift Control and Building Periods—Teal .... 
Design of an Eccentrically Braced Steel Frame—Popov and 
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First Quarter 1-28 


Volume 15, 1978 


Third Quarter 77-108 
Fourth Quarter 109-144 


Fire-Resistant Construction 
Fire Safety of External Building Elements—The Design 


Load Factor Design 


An Introduction to Load and Resistance Factor Design for 
Steel Buildings—Pinkham and Hansell ........... 
Proposed Criteria for Load and Resistance Factor De- 
sign—Galambos and Ravindra 


Mill Buildings 
Mill Building Design Procedure—Bakota (4Q77) 


Discussion—Diefenderfer 


Multistory Buildings 


Design of an Eccentrically Braced Steel Frame—Popou and 
A Method for the Plastic Design of Unbraced Multistory 


Plastic Design 


A Method for the Plastic Design of Unbraced Multistory 


Torsion 
Simplified Design for Torsional Loading of Rolled Steel 
Members—Lin (3Q77) 
Vibration 


End Restraints on Steel Joist Floor Vibrations— Wang and 
Carrle 


Yield Line Analysis 


Yield Line Analysis of Bolted Hanging Connections— 
Dranger (3Q77) 
Discussion—Dougherty 
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